FOR A NEW BREAKTHROUGH IN 
HIGH CURRENT RECTIFIERS 


THINK 


MaraROLA 


1000 AMPS OUTPUT AT 150<’C CASE TEMPERATURE 

IN A SINGLE PACKAGE! 



• Eliminates expensive current balancing and paralleling 
components! 

• 18 , 000 -ampere surge capability! 

• Both forward and reverse polarities available ! 

• Unique, double-case, MOTOROLA-MULTI CELL* construction! 

Motorola's MR1290 Series is the highest rated, solid-state power 
rectifier available. With PIV ratings from 50 through 400 volts, 
and designed for water-cooled, bus bar mounting, these 1000 
Amp single package rectifiers are exclusive to Motorola. Will they 
be in your new equipment designs? 


ABSOLUTE MAXIMUM RATINGS 


Rating MR1290 MR1291 MR1292 MR1293 MR1294 MR1295 MR1296 MR1297 

Vrm 

(non- 

rep) 

150 

200 

250 

300 

350 

400 

450 

500 

Vrm 

(rep) 

50 

100 

150 

200 

250 

300 

350 

400 

Vr 

50 

100 

150 

200 

250 

300 

350 

400 

Vr 

35 

70 

105 

140 

175 

210 

245 

280 

lo 

1000 

Ifm 

(surge) 

16,000 (for i cycle, operating) 

11,000 (for six consecutive, ^ cycles, operating) 


*Patent Pending 
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